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Hereford Cathedral. This edifice occupies the site ot 
o a Saxon Church burnt by the Welsh in 1056. It was founded 
•« in 1079. and the principal parts erected during the 12th ami 

o 13th centuries. During recent years considerable restora- 

| tions have been carried out. The entire length is 344 feet. 

the breadth of the nave 73 feet, and the height of the 
1 tower 165 feet. 
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